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Subject: 4m J Pole Design 
From: G8MNY@GB7CIP.#32.GBR.EU 


To : TECH@WW 
From: ANDY G6O0HM@GB7HOL.#22.GBR.EU (new Nov 04) 
| eS 
3230 | 
| 1100 
| ---<Feed point (move up/ down to tune) 
-—|<-- shorting bar 


| 200 
=a >"| ees 
55 
Overall length 3230 mm 


1/4 wave measures 1100mm and is joined to main ant at 200m from base feed is 
with centre to main ant and braid to 1/4 wave. 


1/4 wave and main ant are 55mm apart. 
I hope this makes sense .. if not ask away and I will try to clarify. 


73 - ANDY, G60HM @ GB7HOL 


Why Don't U send an interesting bul? 


73 De John G8MNY @ GB7CIP 
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